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Welcome to the Buzz\ At Restek, we're constantly developing new chromatography 
solutions and want to keep you up-to-date on our most recent advances. In the Buzz we 
highlight our latest applications, current market developments, upcoming education 
opportunities, cutting-edge products and more. So, read on to catch up on what's buzzing 
around Restek! 



Amanda Rigdon 

Clinical/Forensic Innovations Chemist 
800-356-1688, ext. 2422 
amanda.rigdon@restek.com 




LC/MS/MS Analysis of Synthetic Cannabinoid Metabolites in Urine — 

The Saga Begins 

In my last post back in February, I outlined an LC/MS/MS method for synthetic 
cannabinoids in herbal incense, and received some great comments. A couple of the 
comments were inquiries about a method for synthetic cannabinoid metabolites, and I 
promised to post a blog about a metabolites method. After much labor and head-scratching, 
and with the help of my colleagues Jack Cochran and Ty Kahler, as well as some valuable 
input from Paul Kennedy at Cayman Chemical, at long last, here is the first of several posts 
on Restek's work with synthetic cannabinoid metabolites. 

View full blog post 


Reduce 
Downtime and 
Cost of 
Materials with 
Rugged Rxi®- 
5Sil MS GC 
Columns 



New Rxi®-5Sil MS columns produce consistent results for amphetamine 
analysis—even after 400 injections of derivatizing reagent—resulting in 
less time and money spent on column maintenance and replacement. | 
View full article 


LC/MS in Forensic 

Toxicology: Selecting a Killer An overview of the principles of LC/MS, focusing on the 
LC Column impact of column selection. Attendees will learn how to 

optimize separations using stationary phase selectivity and 
column dimensions. 

View Webinar (Windows Media file, 62 minutesi 
(You will be directed to create a login for viewing this in- 
depth technical discussion) 



For More Clinical/Forensic/Toxicology Solutions | Click Here 
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